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i Displaying the latest available version in GBD database 


HexaLock Technology 


REGISTERED TRADEMARK - UKIPO (UK) 


210 Serial number 


UK00917921803 

551 Kind of mark 

Individual 

550 Type of mark 

Figurative 

511 Nice classification - NCL(10) 
5 


540 Reproduction of the mark 
9 


FX HexaLock 
o Technology 


541 Reproduction of the mark where the mark is represented in standard characters 


HexaLock Technology 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


Name 

Coloplast A/S 
Address 

Holtedam 1 Humlebæk 3050 
Country 

Denmark 


CLASSIFICATION 


220 Application date 
June 22, 2018 

151 Registration date 
December 27, 2018 

180 Expiry date 

June 22, 2028 


740 NAME AND ADDRESS OF THE REPRESENTATIVE 


Name 
Abel + Imray 
Kind 
Lawyer/Solicitor 
Address 
Westpoint Building James Street West Bath BA1 2DA 
Country 
UK 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO- NCL(10) 


5 


materials for dressings + materials for dressing wounds « surgical dressings * dressings for wounds « dressings, medical 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 
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= 
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ORGANIZATION 
01.15.15 
Drops 
03.13.05 
Beehives, cells of honeycombs 
26.05.04 


Several polygons, juxtaposed, joined or intersecting 
29.01.04 
Blue 


IP OFFICE - UKIPO (UK) 


X 


Intellectual 
Property 
Office 


Official status 
Registered 


Country of filing 
UK 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
en 
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